JUDGE KOUTRAS:  He said he has never
known one to fit in perfect.  He tried
to align it the best he could.

Is that what you said?
A.  Yes, sir.

Q.  How was the new bin marked for the
columns to be put on?  This is when it was
down on the ground.

A.  We just got the center of one column and
started with it and marked the rest of them
as we went around, mark the centers.

Q. Was the mark put on the bin for the center
of the column or the edge of the column?

A.  Well, we got the center of the column
and then we measured the thickness of the
beam and marked the edges so we could see.
If it had been the center, you wouldn't
have able to put it on there right, so we
marked it for the edges of the beams.

Q.  When you set the new bin on top of the
old columns, you only lined up one column?

A,  Well, that's all we could line up at the

time.

Q,  After it was put in place, lined up on that
one column, did the crane disconnect from the
bin and you started your welding process?

A, No, sir. We left the crane hooked to it
until we worked it around and got it all .-.the
way around.

Q.  The crane was in place holding the bin
while you did the welding' around the structure?

A. On- the inside.
Q. On the inside?
A. Yes, sir.

Q. So you got inside the bin and you welded a
circle around the bin where it joined with the
cone?

2573 the crane lifted the bin in place on top
